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Ratings Legitimate Accuracy 


False Positives 0% 


Attack Types 





Threat Type | Score | Overall Score 


EJ General Attack 100% 


97% 
Targeted Attack 


Protection Accuracy represents the product’s ability to detect and stop 
threats in this test. 


OCT - DEC 2021 


Protection Accuracy 93% 


Legitimate Accuracy 100% 


Pela k he pa agya ga ctiveness of com o urity through 
e, det ai sting, r Ke ntegrity. 
ar hig. buyins a nd deploying 
able to test a wide range of products an 
services using c cuts Se ae s that lead the urity 
testing in i ERREN sses on achievi hae iled results, ay = 


DOWNLOAD THE 
FULL REPORT 


n the testing pro a at intelligence and test innovation. 


Total Accuracy 97% 
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